ATTACHMENT E 


Split Operations (North Section & South Section) 

6th St. Station to Swinford/Cruise Center Station (North Section) 

• Distance - 0.6 miles 

• Two Stations 

o 6th St. Station 

■ Closest Parking (.10 mile) 

■ Maritime Museum 

■ USS Iowa (.30 mile) 

■ Downtown San Pedro / 6th and Center Sts. (.25 mile) 
o Swinford /World Cruise Center Station 

■ Closest parking (.15 mile) 

■ World Cruise Center (.25 mile) 

• Maintenance Facility would need to be constructed 

• Traction Power Facility would need to be constructed 

• 4-minute trip time 


22nd St. Station to Ports 0’ Call Station (South Section) 

• Distance -0.4 miles 

• Two Stations 

o 22nd St. Station 

■ Parking adjacent 

■ Cabrillo Marina (.25 mile) 

■ Crafted Marketplace (.20 mile) 
o Ports 0’ Call Station 

■ Parking adjacent 

■ Ports 0’ Call (.20 mile - no direct walking path) 

• Maintenance facility at 22nd St. 

• Traction Power Facility at 22nd St. 

• 5-minute trip time 



